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A. GENERAL DESCRIPTION 


The MA-132 is a jumper wire kit that extends all tuning points 


to’ the 12 pin connector on the rear of the chassis. 


B. CIRCUIT DESCRIPTION (Refer to schematic) 


The circuit consists of JO1901 to JOL9I09.. For <MCH-40 series 
transceivers the jumpers extend P1,P2,M3,M4,M5,A% and G to J3 on 


the rear of the chassis, centrally locating all meter points. 


For MCU-30 series transceivers the jumpers extend P1,P2,Ml, 
M2,M3,M4,M5,K11 and G to J3 on the rear of the chassis, centrally 
locating all meter points. 


The normal tune-up procedure may then be followed simply 
using the J3 connector. 


<— oT 10 (Refer to schematic, radio pin out diagram and 
J3 diagram) 


Plug in the JO1901 thru JO1909 as indicated on the schematic. 


D. ADJUSTMENT PROCEDURE 


There are no specific adjustments for the MA-132, but the 
MA-132 is used in conjunction with the radio tune-up procedure 


to.align the radio. 


os} FICATIONS 


Refer to radio tune-up procedure. 
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NOTES: 
|. <e—40__g DENOTES PLUGGED IN JUMPERS 


7 {} DENOTES PIN LOCATED ON PC, BOARD 


REF. OWG NO 304-123 


-&, RADIO INTERFACE DIAGRAM 


Refer to the appropriate service manual for radio pin 


location. 


H. CONNECTION DIAGRAM J3 
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